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PEN I STONE  URBAN  SANITARY  DISTRICT. 


NUISANCE  INSPECTION. 

Total  No.  of  Inspections  made  in  1941  for  Nuisances  only.  . 

Nuisances  found  in  1941... .  Total  needing  abatement. ..  4§3. 

Nuisances  in  hand,  end  of  1940... 57.  Abated  during  1941 . 

17. 


Outstanding  end  of  1 941 . 


(  uices  served.  Informal . 9 .  Complied  with. .  1  ?.  (  9ustanding19.4P) 

"  Statutory.,..  2 .  "  ”  ...? . 

(  1 

of  Common  Lodging  houses  in  the  district . 

Inspections. . . .9 . 

Condition. . . .???-? * . . . . 

No.  of  Tents,  Vans  &  Sheds....? . 


DRAINAGE  &  SEWERAGE. 

Details  of  any  portion  of  district  still  requiring  sewering:- 

. ise.  . 

No.  of  houses  not  connected  to  sewers.,^*?.... 

Sewage  Disposal  Works. 

Particulars  of  any  extensions  made  during  1941. 

t£p.  ?a  tp^ep*.  .  pp$rappe.  gf . 

the, sewer, into, the, Sewage, Works, . 

Complaints  from  Rivers  Board. .  1 .  ;... . 

CLOSET  ACCOMMODATION . 

No.  of  Privies  with  open  middens. .. 5. . .  No.  of  Pail  or  tub  Closets.. 5. 

"  "  with  covered  "  .115...  No.  of  Water  Closets . §91 

No.  of  Waste-water  Closets . 11... 


SCAVENGING. 

Is  public  scavenging  in  operation  throughout  the  whole  district? 
how  is  refuse  disposed  of? . . 

Total  annual  cost  of  collection  & 
disposal  of  refuse. .r99v: .. . 


Yes. 


WATER  SUPPLY. 

Source  of  Supply. .  fPFj??s- 

By  whom  distributed. .  . 

No.  of  dwelling  houses  on  public  supply.  1641. 

Any  extension  of  supply  during  year? . . . .^9» . . 
has  supply  been  satisfactory? 

(a)  In  quality. .Yes. 

(b)  In  quantity. Yes. 

No.  of  examinations  made  during  the  year. . §3 PtPfi-PlbgiPPl.  r.  1  2. 

(9  Satisfactory) 


(1  Doubtful) 

(2  Unsatisfactory). 


MILK  SUPPLY. 

No.  of  Cowkeepers  in  district,..^ . 

No.  registered . 64 . 


■ 


_ 


MILK  SUPPLY  cont . 


Total  No.  of  Cowsheds. . .195. . . 

Total  No.  of  Milk  Cows. 

Total  No.  of  cowsheds  inspected  during  the  year.. 5^. .. 

"  *  "  "  cowshed  inspections. . .  v>2. . . . 

i  o 

No.  of  Wholesale  traders  registered, ... r. 

"  "  Retail  Milk  Sellers  registered. 55. 

A 

have  any  retailers  "been  removed  from  register?...'... 

(3)  (Now  Cov/keepers) . 

Observations  as  to  structural  conditions,  cleanliness  &  methods  of 
production  and  handling  of  milk, . . 

No.  of  Licenees  in  force 

for  Production  of  "Accredited"  Milk....... 

Samples. . . 5.  ( . 


MEXT  INSPECTION. 

No.  of  seizures  of  unsound  food..1.. 

Total  Weight. ,  .. . 

OTnER  POODS. 

-  , 

No.  of  Bakehouses  in  district . 

Total  Inspections....?? . 

SChOOLS. 

No.  of  Schools  in  district..!... 

ShQPS  ACT  193 A. 

No.  of  visits?. .5§. . . 

Unsatisfactory.  .$34. . 

Remedied . $34. . 

SWIMMING  BAThS. 

One  at  Scout  Dyke  Camp  (Owned  by  Barnsley  Ed.  Authority  for  use  of 

children,  when  used  as  a  holiday  camp). 

BYELAWS  AND  REGULATIONS. 

In  course  of  preparation. 

INFECTIOUS  AND  OTnER  DISEaSES. 


Diseases  specially  prevalent  in  19M.  Whooping  Cough. 

Months.  June  &  July. 

MORTUARIES. 

Accommodation  for  accidents.  Penistone  Burial  Board  -  1  Slab. 
For  infectious  cases  other  than  at  hospital.  None. 

For  other  cases.  Same  as  for  accidents. 

For  post  mortem  examinations.  Same  mortuary. 

SANITARY  STAFF. 


One  part  time  M. O.n. ,  1  Sanitary  Inspector  &  1  Assistant  Inspector. 
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